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laxis to [Cohen & others], 994 
metabolism of (review) [Greene], 127, 327 
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tip [Folkman & others], 419 
image intensifier, use in production of perma- | 
nent nerve block (clinical workshop), 600 
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——, Oliver Wendell Holmes and anesthesia (cor- 
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Beta-adrenergic blocking agent (H56/28), anti- 
arrhythmic properties of [Lord & others], 288 

Beta-adrenergic blocking agents: see also specific 
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clinical experience with [Krasnow & Barbarosh], 
814 

neuromuscular effects and interaction with skele- 
tal muscle relaxants [Usubiaga], 484 

Biochemical aspects of anesthesia (editorial) 
[Greene], 407 

Biochemistry 

metabolism of drugs employed in anesthesia 
[Greene], 127; 327 ees 

Block 

epidural: see under Epidural; Anesthesia 

neuromuscular: see under Neuromuscular; An- 
esthesia 

spinal: see under Spinal; Anesthesia 

subarachnoid: see under Subarachnoid; Anes- 
thesia 

Blood: see also under Plasma 

circulation, regulation of cardiac output [Guy- 
ton], 314 

gas exchange, arterial blood gases in older pa- 
tients during anesthesia (abstract), 198 

gas exchange, effects of changes in cardiac out- 
put and distribution on rate of cerebral anes- 
thetic equilibration [Munson & others], 533 
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gas exchange, halothane partial pressure in blood 
[Theye], 101 

gas exchange, in near-drowning [Modell & 
others], 456 

gas exchange, oxygen transport following intra- 

venous prilocaine [Harris & others], 65 

hematocrit values at various sites in man (clini- 

cal workshop), 145 

heparinized, coagulation of during open-heart 
surgery (abstract), 195 

loss, acute, subarachnoid block in presence of 
[Kennedy & others], 29 

measurement of erythrocyte, plasma, and extra- 
cellular fluid volumes simultaneously with ra- 

dioactive tracers [Albert & others], 908 

methemoglobin formation following intravenous 

prilocaine [Harris & others], 65 

plasma levels of ACTH and cortisol in man dur- 
ing diethyl ether anesthesia and _ surgery 

[Oyama & others], 559 
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215 

transfusion, effects of warming infused blood 
(abstract), 205 

volume, autonomic regulation [Mason & Bart- 
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ventilation and cardiac massage by the same 
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Bonica, J. J., Autonomic innervation of the vis- 
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acetazolamide on [Cotev & others], 471 
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methoxyflurane on recovery cycles of click- 

evoked potentials from [Kitahata], 523 

effect of hyperventilation on cerebral circula- 


tion (editorial) [Cohen], 865 
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effect of hyperventilation on subsequent cere- 
bral infarction [Soloway & others], 975 
effects of cyclopropane, halothane and diethyl 
ether on serotonin levels [Diaz & others], 959 
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silicone rubber [Folkman & others], 419 ; 
metabolism, effect of halothane on [Theye & 
Michenfelder], 1113 
metabolism, effect of hypothermia on [Michen- 
felder & Theye], 1107 
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, see Moore, D. C., jt. auth. (2) 
BRIDENBAUGH, P. O., see BRIDENBAUGH, L. D., jt. 
auth. 
, see Moore, D. C., jt. auth. (2) 
Bropy, M. J., see Crisrororo, M. F., jt. auth. (2) 
Broan, K., see WEEKs, D. B., jt. auth. 
Bronchiolitis 
pathophysiology and management in 
(editorial) [Swyer & Levison], 403 
acute respiratory failure in infants with [Downes 
& others], 426 
Bronchography 
anesthesia for (review) [Proctor], 1025 
Enown, S. A., and Drinker, P. A., Nomograms 
for gas mixtures in respiratory therapy (clini- 
cal workshop), 830 
Bruce, D. L., Ems, K. A., Linpe, H, W., and 
EcxenuorF, J. E., Causes of death among 
anesthesiologists: A 20-year survey (medical 
intelligence), 565 
Bruner, J. M. R., Workshop on Electrical Haz- 
ards in Hospitals (report of meeting), 1071 
BunkER, J. P., Final Report of the National Halo- 
thane Study (editorial), 231 
Burcu, J., see LornHAN, P. H., jt. auth. 
Burke, S. F., see NEFF, W. B., jt. auth. 
Burns 
caused by warming blankets 
shop), 149 
effect of carbonic anhydrase inhibition following 
topical sulfamylon in burned patients (ab- 
stract), 207 
BusHNELL, L. S., An adverse effect of respiratory 
therapy (editorial), 1085 
——., Conference on Respiratory Physiology (re- 
port of meeting), 607 
BuTLER, J., see CHENEY, F. W., jt. auth. 
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Carbon dioxide: see also Hypercarbia; Hypocarbia; 
Hypercapnia; Hypocapnia 
mixed expired, rapid continuous measurement 
(laboratory notes) [Smith], 1037 
Cardiac: see Heart 
Cardiac arrhythmias: 
mias 
Cardiopulmonary function, effect of postoperative 
pain relief on [Muneyuki & others], 304 
Cardiovascular disease, cyclopropane-carbon di- 
oxide arrhythmic threshold in patients with 
[Strong & others], 295 
Cardiovascular performance, autonomic regulation 
[Mason], 670 
Cardiovascular system 
effects of halothane and cyclopropane on [Cristo- 
foro & Brody], 36, 44 
effects of halothane on circulatory reflexes of 
the dog [Epstein & others], 867 
effects of halothane on vasomotor control mecha- 
nisms of the dog [Wang & others], 877 
responses to CI-581 [Dowdy & Kaya], 931 
vasoconstriction produced by anesthesia (com- 
mentary) [Price], 57 
CARPENTER, F. G., Transmission in sympathetic 
ganglia, 634 
Catecholamines 
adrenal venous decreased during methoxyflurane 
anesthesia [Li & others], 1145 
biosynthesis and metabolism [Kopin], 654 
relation of minimum alveolar anesthetic require- 
ment to [Miller & others], 1153 
sampling and analysis [Crout], 661 
vasopressor drugs and [Zaimis], 732 
Caudal block 
accumulation of mepivacaine during (clinical 
workshop), 585 
Cave, P., and FLetrcuer, G., Resistance of naso- 
tracheal tubes used in infants (clinical work- 
shop), 588 
Cell culture 
effects of volatile anesthetics in [Fink & Kenny], 
505 
Central nervous system: see also under Nerves; 
Nervous system; Neuromuscular 
effects of halothane and methoxyflurane on re- 
covery cycles of click-evoked potentials from 
the auditory cortex of the cat [Kitahata], 523 
Hering-Breuer reflex in anesthetized man [Pas- 
kin & others], 550 
monosynaptic transmission in cat spinal cord 
[de Jong & Robles], 887 
synaptic transmission, depression as measure- 
ment of anesthetic potency [de Jong & others], 
Cerebral: see Brain 
CERvENKO, F. W., Canadian Anaesthetists’ Society 
(report of meeting), 1237 
Cuase, M. H., and CLEMENTE, C. D., Central 
neural components of the autonomic nervous 
system, 625 
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CHENEY, F. W., and ButLer, J., The effects of 
ultrasonically- produced aerosols on airway re- 
sistance in man, 1099 
Children: see also Pediatrics; Infants 
CI-581, cardiovascular responses to [Dowdy & 
Kaya], 931 
CiccarELul, H. E., see Siker, E. S., jt. auth. 
Circulation: see also under Blood, circulation; 
Cardiovascular system 
circulatory embarrassment in patients with large 
diaphragmatic hernias (clinical workshop), 
164 
effects of changes in cardiac output and dis- 
tribution on rate of cerebral anesthetic equili- 
bration [Munson & others], 533 
effects of halothane and nitrous oxide on (ab- 
stract), 212 
effects of halothane on circulatory reflexes of 
the dog [Epstein & others], 867 
effects of halothane on vasomotor control mecha- 
nisms of the dog [Wang & others], 877 
mathematical model [Munson & others], 533 
splanchnic during nitrous oxide anesthesia and 
hypocarbia [Cooperman & others], 254 
Cuark, R. B., Hawks, B. L., and Muencu, L. F., 
An Apgar timer (letter to editor, clinical 
workshop), 1231 
CLEMENTE, C. D., see CHase, M. H., jt. auth. 
Copy, J. R., Muscle rigidity following administra- 
tion of succinylcholine (clinical workshop), 
159 
Couen, E. N., Distribution of local anesthetic 
agents in the neuraxis of the dog, 1002 
——, Hoop, N., and Gotuinec, R., Use of whole- 
body autoradiography for determination of 
uptake and distribution of labeled muscle re- 
laxants in the rat, 987 
——, Levine, D. A., Cox.iss, J. E., and GuNTHER, 
R. E., The role of pH in the development of 
tachyphylaxis to local anesthetic agents, 994 
CoueEN, P. J., Things are seldom what they seem 
(editorial), 865 
, see HEISTERKAMP, D. V., jt. auth. 
Coxe, D. W., see Harris, W. H., jt. auth, 
Coxcan, F. J., and Wuanc, T. B., Anesthesia 
atelectasis, 917 
, Wuanc, T. B., and Guutrs, A. J., Atelecta- 


be 


sis and pneumothorax: effect on lung func- 


tion and shunting, 923 
Co tis, J. E., see CoHEN, E. N., jt. auth. 
Compound 347, evaluation [Dobkin & others], 275 
Compression, circumferential pneumatic, effects of 
(abstract), 213 
Computer, digital, use in aortic pulse contour cal- 
culation of cardiac output (laboratory meth- 
ods) [Graves & others], 580 


use in processing anesthetic records (clinical : 


workshop), 595 


Conference on Respiratory Physiology (report of r 


meeting) [Bushnell], 607 
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CooperMAN, L. H., WARDEN, J. C., and PRICE, 
H. L., Splanchnic circulation during nitrous 
oxide anesthesia and hypocarbia in ‘normal 
man, 254 
, see Price, H. L., jt. auth. 

Cordotomy: see under Spinal cord 

Cortex, cerebral, see Brain 

Cortisol 

in plasma during ether anesthesia and surgery 
[Oyama & others], 559 

Costa, E., see D1az, P. M., jt. auth. 

Corey, S., LEE, J., and SeverincHaus, J. W., The 
effects of acetazolamide on cerebral blood 
flow and cerebral tissue Po, 471 

Cox, J. M., Anesthesia and glycogen-storage dis- 
ease (clinical workshop), 1221 
, see SELENY, F. L., jt. auth. 

Crino, M. H., and Nacet, E. L., Thermal burns 
caused by warming blankets in the operating 
room (clinical workshop), 149 

Cristororo, M. F., and Bropy, M. J., Nonadre- 
nergic vasoconstriction produced by halothane 
and cyclopropane anesthesia, 44 

——, and Bropy, M. J., The effects of halothane 
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Dayton, P. G., see Mark, L. C., jt. auth. 
Deadspace 
requirement during artificial ventilation, nomo- 
gram for (clinical workshop), 1206 
_ Decamethonium, mechanism of action (abstract), 
191 


sickness, experimental prevention 


of (abstract), 180 


DE R. H., and Freunp, F. G., Neuromuscu- 


lar block with succinylcholine and decametho- — 
nium (correspondence), 166 

, FreunD, F. G., Rosies, R., and Morikawa, 
K. -I., Anesthetic potency determined by de- | 
pression of synaptic transmission, 1139 
, and Nace, R. A., Nerve impulse conduction - 
intravenous lidocaine injection, 22 


in the cat’s spinal cord: a quantitative mea-_ 
sure of anesthetic dose, 887 


Dus, P.M, Neat, H. Coors, The 


effects of cyclopropane, halothane and diethyl ; 
ether on the cerebral metabolism of serotonin — 
in the rat, 959 

Diethyl ether 


and cyclopropane on skeletal muscle vessels 
and baroreceptor reflexes, 36 
Crossy, V. G., see Boutros, A. R., jt. auth. 
Crovut, J. R., Sampling and analysis of catechol- 
amines and metabolites, 661 
Cuevo, N., see ALBERT, S. N., jt. auth. 
Cyclopropane 
effects of hypothyroidism and hyperthyroidism 
on MAC in the rat (abstract), 197 
effects on cerebral blood flow and carbohydrate 
metabolism of man (abstract), 170 
effects on skeletal muscle and baroreceptor re- 
flexes [Cristoforo & Brody], 36 
enhancement of heart rate responses to sympa- 
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port of meeting) [Severinghaus], 1232; [Lar- 
son], 1234 
Intubation, nasotracheal, in mandibular progna- 
thism (clinical workshop), 1059 
IsoMATsu, T., see OyYAMA, T., jt. auth. 
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Hering-Breuer reflex during anesthesia (edi- — 
torial) [Ngai], 408 a 

Hering-Breuer reflex during anesthesia, ae: 
to account for tachypnea [Paskin & others], ee 
550 

pulmonary toxicity of oxygen (medical ia 
gence) [Morgan], 570 

Lysergic acid diethylamide, anesthetic considers; 

tions in patients on (letter to editor, clinical 
workshop), 384 


MALM, J. R., see PATTERSON, R. W., jt. auth. 
Mandibular prognathism, nasal intubation in (clini- — 
cal workshop), 1059 
Mark, L. C., Scientific functions of editorial com- 
mentary: A dissent (correspondence), 851 
PEREL, J. M., Branp, L., and Dayton, 
P. G., Studies with thiohexital, an anesthetic 
barbiturate metabolized in man, 1159 
Mark, V. H., see Fotkman, J., jt. auth, 
MARKEE, S. see WANG, H., jt. auth. 
MaRSHALL, J., Self- lubricated stylet for endotra- 
cheal tubes (letter to editor, clinical work- 
shop), 385 
MaartIn, W. E., see KENNEDY, W. F., Jr., jt. ath 
Marx, G. F., see WOLLMAN, S. B. , jt. auth. 
Mason, D. T., The autonomic nervous system and — 
regulation of cardiovascular performance, 670 
——, and Barrtter, F. C., Autonomic regulation 
of blood volume, 681 ; 
MELLIN, G. lo Comparative teratology (edi- 
torial), 
MELMon, K. ‘Le see THOMSON, P. D., jt. auth. 
Mendelson’s syndrome: see under Acid pulmonary 
aspiration syndrome 
Meperidine 
respiratory depression associated with relief of 
pain by [Keats & Girgis], 1006 
Mepivacaine 
accumulation during caudal block (clinical work-— 
shop), 585 
Messick, J. M., Jr., 
Metabolism 
anesthetics and (editorial) [Adriani], 407 
carbohydrate and fat, autonomic nervous sys- 
tem and [Havel], 702 
cerebral, effect of halothane on [Theye & Miche 
enfelder], 1113 
cerebral, effect of hypothermia on [Michenfelder 
& Theye], 1107 7 
cerebral, effect of nitrous oxide on [Theye 
Michenfelder], 1119 
of drugs employed in anesthesia [Greene], 127, __ - 
327 
Methemoglobin: see under Blood We 
Methoxyflurane 
and sympathetic-nerve stimulation, effects on 
myocardial mechanics [Shimosato & others], ie io 
538 
anesthesia, decreased adrenal venous catechol- Pts 
amines during [Li & others], 1145 


see THEYE, R. A., jt. auth. 
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effect on myocardial mechanics (abstract), 215 
effect on respiration during controlled bleeding 
(abstract), 171 
effect on recovery cycles of click-evoked poten- 
tials from cat auditory cortex [Kitahata], 523 
MICHENFELDER, J. D., and THEYE, R. A., Hypo- 
thermia: effect on canine brain and whole- 
body metabolism, 1107 
, see THEYE, R. A., jt. auth. (2) 
Midwest Anesthesia Conference IV 
meeting ) [Eckenhoff], 218 
Mitter, R. D., Way, W. L., and Ecrr, E. I., II, 
The effects of alpha-methyldopa, reserpine, 
guanethidine, and iproniazid on minimum al- 
veolar anesthetic requirement (MAC), 1153 
—, Way, W. L., and Hickey, R. F., Inhibition 
of succinylcholine-induced increased intraocu- 
lar pressure by non-depolarizing muscle re- 
laxants, 123 
—., Way, W. L., and Karzune, B. G., Potentia- 
tion of muscle relaxants by quinidine (corre- 
spondence), 1069 
MirAL, M., see Harris, W. H., jt. auth. 
MJ 1999 
neuromuscular effects and interaction with mus- 
cle relaxants [Usubiaga], 484 
MopeE tt, J. H., Moya, F., Wm1aMs, H. D., and 
WEIBLEY, T. C., Changes in blood gases and 
A-aDO, during near-drowning, 456 
Morritt, E. A., TARHAN, S., and LuNDBoRG, 
R. O., Anesthesia for cardiac surgery: prin- 
ciples and practice (review), 1181 
Mocuu., T., see FOLKMAN, J., jt. auth. 
Moores, D. C., BrmenBAuGH, L. D., Bacot, P. A., 
Brmensaucn, P. O., Accumulation of 
mepivacaine hydrochloride during caudal 
block (clinical workshop), 585 


(report of 


—, L. D., Bacon, P. A., BRIDEN- 


BAUGH, P. O., STANDER, H., and THomas, 
G. B., Tabulation of anesthetic data: an im- 
proved system (clinical workshop), 595 
, see BRIDENBAUGH, L. D., jt. auth. 

Moorg, R. H., see Mostert, J. W., jt. auth. 

Moreau, A. P., The pulmonary toxicity of oxygen 
(medical intelligence), 570 

Morikawa, K.-I., see DE JonG, R. H., jt. auth. 

Morais, R. H., and TRACHTENBERG, H. A., Physio- 
logic alterations induced by blood-warming 
during ether anesthesia, 1174 

Morrow, D. H., Bosomworts, P. P., and STAPpP, 
I. P., Jn., A cardiotape recording system 
(clinical workshop), 842 

MostTeERT, J. W., TRupNowskKI, R. J., Lam, F. T., 
and Moore, R. H., Hematocrit values at vari- 
ous sites in man (clinical workshop), 145 

MortoyaMa, E. K., American Academy of Pedi- 
atrics (report of meeting), 391 

Moya, F., see MopELL, J. H., jt. auth. 

MueEncy, L. F., see Crark, R. B., jt. auth. 

MuneyukKI, M., UepA, Y., URABE, N., TAKESHITA, 
H., and INamorto, A., Postoperative pain re- 


and respiratory function in man: com- 
__ parison between intermittent intravenous in- 
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jections of meperidine and continuous lumbar 
epidural analgesia, 304 
Munson, E. S., Ecrer, E. I., II, and Bowers, 
D. L., The effects of changes in cardiac out- 
put and distribution on the rate of cerebral 
anesthetic equilibration. Calculations using a 
mathematical model, 533 
— ., Horran, J. C., and pr Fazio, C. A., The 
effects of acute hypothyroidism and hyperthy- 
roidism on cyclopropane requirement (MAC) 
in rats, 1094 
Murpny, Q. R., see GuTGESELL, H. P., jt. auth. 
Muscle: see also under specific organs; Neuro- 
muscular 
heart, isolated, effect of halothane on force— 
velocity relations and dynamic stiffness of 
[Sugai & others], 267 
neuromuscular effects of beta-adrenergic block- 
ers [Usubiaga], 484 
relaxants: see also specific agents 
relaxants, interaction with beta-adrenergic block- 
ers [Usubiaga], 484 
relaxants, kinetics of distribution of ™“C-succinyl- 
dicholine and “C-succinylmonocholine [Dal 
Santo], 435 
relaxants, potentiation by quinidine (correspon- 
dence) [Usubiaga; Miller, Way and Katzung], 
1068 
relaxants, radioactive, determination in rat by 
whole-body autoradiography [Cohen & others], 
987 
rigidity following administration of succinyl- 
choline (clinical workshop), 159 
skeletal, effects of halothane and cyclopropane 
on [Cristoforo & Brody], 36 
tracheal smooth, effects of general anesthetic 
agents on [Fletcher & others], 517 
uterine, effects of halothane, cyclopropane, and 
nitrous oxide on (abstract), 206 
Myocardium: see under Heart 


Nace, R. A., see DE Jone, R. H., jt. auth. | 

NADEL, W., see SoLoway, M., jt. auth. 

NacEL, E. L., see Crino, M. H., jt. auth. 

Narro, H., and Gris, C. N., Anesthetics and re- 
sponse of atria to sympathetic nerve stimula- 
tion, 259 

Narcotic agents 

respiratory depression associated with relief of 
pain by [Keats & Girgis], 1006 

National Halothane Study, final report (editorial) 
[Bunker], 231 

National Halothane Study, Report of the Pathology 
Panel (special communication) [Gall], 233 

Near-drowning 

changes in blood gases and A-aDO,. during 
[Modell & others], 456 
Nebulization: see also under Aerosols 
effect of water particles on airway resistance in 
normal and bronchitic patients (abstract), 180 

NEFF, W. B., Burke, S. F., and THompson, R., 
A Venturi circulator for anesthetic systems 
(clinical workshop), 838 
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baroreceptor reflexes, effects of halothane and 
cyclopropane on [Cristoforo & Brody], 36 

block, autonomic innervation in relation to 
[Bonica], 793 

block, permanent, with an image intensifier 
(clinical workshop), 600 

effect of halothane on H-reflex in man (ab- 
stract), 191 

ganglionic actions of general anesthetic agents, 
pharmacologic analysis [Garfield & others], 79 

impulse conduction during intravenous lidocaine 
injection [de Jong & Nace], 22 

neuromuscular effects of beta-adrenergic block- 
ers [Usubiaga], 484 

sensory input at the spinal-cord level, control of 
as possible mechanism of anesthesia (ab- 
stract), 183 

stellate ganglionic transmission and myocardial 
contractile force during halothane anesthesia 
[Li & others], 444 

Nerves 

sympathetic, anesthetics and response of atria to 
stimulation of [Naito & Gillis], 259 

sympathetic, norepinephrine release from, effects 
of anesthetics on (abstract), 207 

sympathetic, stimulation and methoxyflurane ef- 
fects on myocardial mechanics [Shimosato & 


others], 538 


Nervous system, autonomic 

and pain [Haugen], 785 

beta-adrenergic blocking agents and [Krasnow & 
Barbarosh], 814 

cardiac arrhythmias produced by interaction of 
anesthetic agents and adrenergic drugs [Katz 
& Epstein], 763 

catecholamines, biosynthesis 
[Kopin], 654 

catecholamines, sampling and analysis [Crout], 
661 

central neural components [Chase & Clemente], 
625 

clinical assessment of function [Thomson & Mel- 
mon], 724 

historical aspects of [Leake], 623 

innervation of viscera in relation to nerve block 
[Bonica], 793 

introduction to symposium on (editorial) [Van- 
dam], 621 

metabolism of carbohydrates and fats [Havel], 
702 

pharmacologic tools in research [Wurtman & 
Zigmond], 714 

regulation of blood volume [Mason & Bartter], 
681 

regulation of body temperature [Hemingway & 
Price], 693 

regulation of cardiovascular performance [Ma- 
son], 670 

synaptic transmission, 
[Koelle], 643 


and metabolism 


functional anatomy 
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transmission in sympathetic ganglion [Carpen- 
ter], 634 
vasopressor drugs and catecholamines [Zaimis], 
732 
Nervous system 
parasympathetic, parasympathomimetic activity 
of atropine and atropine methylbromide [Kott- 
meier & Gravenstein], 1125 
Neuroanatomy: see also Nervous system 
autonomic innervation of viscera in relation to 
nerve block [Bonica], 793 
autonomic nervous system, central neural com- 
ponents [Chase & Clemente], 625 
synaptic transmission, functional anatomy of 
[Koelle], 643 
Neuroleptanalgesia 
effects of fentanyl and droperidol on pain 
thresholds (clinical workshop), 834 
Neuromuscular block 
by pronethalol, propranolol, 
[Usubiaga], 484 
with succinylcholine and decamethonium (cor- 
respondence), 166 
Neuromuscular blocking agents 
nature of “depolarization block” (special ar- 
ticle) [Waud], 1014 
new compounds in vivo and in vitro (abstract), 
201 
use of in vitro technique in the development of 
new (abstract), 199 
Neurophysiology 
autonomic function, clinical 
[Thomson & Melmon], 724 
autonomic nervous system and pain [Haugen], 
785 
autonomic nervous system, central neural com- 
ponents [Chase & Clemente], 625 
autonomic regulation of blood volume [Mason & 
Bartter], 681 
autonomic regulation of body 
[Hemingway & Price], 693 
autonomic regulation of carbohydrate and fat 
metabolism [Havel], 702 
autonomic regulation of cardiovascular perform- 
ance [Mason], 670 
catecholamines and metabolites, sampling and 
analysis [Crout], 661 
catecholamines, biosynthesis 
[Kopin], 654 
“depolarization block” (special article) [Waud], 
1014 
drugs, vasopressor and catecholamines [Zaimis], 
732 
ganglia, sympathetic, transmission in [Carpen- 
ter], 634 
ganglionic actions of general anesthetic agents 
[Garfield & others], 79 
metabolism of drugs employed in anesthesia 
[Greene], 127, 327 
pharmacologic tools in autonomic nervous sys- 
tem research [Wurtman & Zigmond], 714 


and MJ 1999 
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temperature 
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[Li & others], 444 
synaptic transmission, functional anatomy of 
[Koelle], 643 


NEVILLE, J. F., JR., see Dosxin, A. B., jt. auth. 


Neat, S. H., On the Hering-Breuer reflex and 
breathing during anesthesia (editorial), 408 
, see Diaz, P. M., jt. auth. 
Nitrous oxide 
and hypocarbia, splanchnic circulation during 
[Cooperman & others], 254 
circulatory effects of, added to halothane anes- 
thesia (abstract), 212 
effect on canine cerebral metabolism [Theye & 
Michenfelder], 1119 
NosEt, J. J., A new portable clinical suction de- 
vice (clinical workshop), 1217 
Nomogram 
for deadspace requirement during prolonged 
artificial ventilation (clinical workshop), 1206 
Nomograms 
for gas mixtures in respiratory therapy (clinical 
workshop), 830 
Norepinephrine: see also Catecholamines 
effect of anesthetic gases on disposition [Naito 
& Gillis], 259 
Nunn, J. E., see Karn, M. L., jt. auth. 
Obese patient 
management (clinical workshop), 846 
Obstetrics: see also Fetal—-maternal relations 
accumulation of mepivacaine hydrochloride dur- 
ing caudal block (clinical workshop), 585 
cesarean section, acute hydration for prevention 
of hypotension of spinal anesthesia during 
(clinical workshop), 374 
cesarean section, safety of thiopental in (ab- 
stract), 190 
effect of the concentration of local anesthetic 
during epidural anesthesia on the forces of 
labor (abstract), 187 
plasma levels of lidocaine in mother and new- 
born following obstetrical conduction anes- 
thesia [Shnider & Way], 951 
prilocaine for epidural analgesia [Poppers & 
Finster], 1134 
Orkin, L. R., see HERSHEY, S. G., jt. auth. 
OunxasEM, K., see Dosxin, A. B., jt. auth. 
Oxygen 
consumption, 
4 (clinical workshop), 1226 
- hypoxemia in shock and myocardial infarction 
(abstract), 211 
hypoxia in near-drowning [Modell & others], 
456 : 
pulmonary toxicity (medical intelligence) [Mor- 
gan], 570 


modified EHN spirometer for 


T., Sarro, T., Isomatsu, T., SAMEJIMA, 


N., Urmura, T., and Armura, A., Plasma 
levels of ACTH and cortisol in man during 
diethyl ether anesthesia and surgery, 559 
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A., and Ga.inpo, A., Cardiac 
arrhythmia induced by negative phase in 
artificial ventilation (clinical workshop), 382 

Pain 

autonomic nervous system and [Haugen], 785 

measurement of (abstract), 209 

postoperative, relief and respiratory function in 
man [Muneyuki & others], 304 

respiratory depression associated with relief by 
narcotics [Keats & Girgis], 1006 

PauioTtA, J., see SAKLAD, M., jt. auth. 

Papper, E. M., see PATTERSON, R. W., jt. auth. 

Parasympathomimetic 

activity of atropine and atropine methylbromide 
[Kottmeier & Gravenstein], 1125 

PaskIN, S., SKOvsTED, P., and Smiru, T. C., Fail- 
ure of the Hering-Breuer reflex to account for 
tachypnea in anesthetized man: A survey of 
halothane, fluroxene, methoxyflurane, and cy- 
clopropane, 550 

Pathology Panel: see under National Halothane 
Study 

Patient consent (correspondence) [Beecher], 602, 
[Dripps], 603 

PATTERSON, R. W., SULLIVAN, S. F., MALM, J. R., 
Bowman, F. O., Jn., and Papper, E. M., The 

, effect of halothane on human airway me- 
chanics, 900 
, see SULLIVAN, S. F., jt. auth. 
Pediatrics: see also Children; Infants 
pediatric circle valve (clinical workshop), 833 

PENNINGTON, S. N., The effects of gamma radia- 
tion on halothane (clinical workshop), 153 

Pentobarbital 

interaction with lidocaine, effects on toxicity in 
mice and guinea pig atria [Richards & others], 
493 
PEREL, J. M., see Mark, L. C., jt. auth. 
pH 
role in development of tachyphylaxis to local 
anesthetic agents [Cohen & others], 994 
Pharmacology 
drugs employed in anesthesia, metabolism of 
[Greene], 127, 327 
of ganglionic actions of general anesthetics [Gar- 
field & others], 79 
Phenoxybenzamine 
in therapy of intestinal ischemic shock [Hershey 
& others], 466 
Pheochromocytoma 
arrhythmias associated with succinylcholine in a 
patient with (clinical workshop), 1228 
Plasma: see also under Blood 
cholinesterase atypical, method for recognition 
of (abstract), 211 

Pioss, W. R., An acoustic switch for use in con- 
stant monitoring (clinical workshop), 1052 

PLV-2 

in therapy of intestinal ischemic shock [Hershey 
& others], 466 
Pontorrman, H., see Berry, P. R., jt. auth. 
, see Suwa, K.,, jt. auth. 
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Number 6 
Poppers, P. J., and Finster, M., The use of prilo- 
z: caine hydrochloride (Citanest®) for epidural 
os analgesia in obstetrics, 1134 

REVOZNIK, S. J., Improved intravenous infusion 
set (letter to editor, clinical workshop), 385 


INDEX TO 


Price, H. L., Concerning experimental results 
(commentary ), 57 
——, WARDEN, J. C., CoopERMAN, 


L. H., and 
Price, M. L., Enhancement by cyclopropane 
and halothane of heart rate responses to sym- 
pathetic stimulation, 478 
, see CooPpERMAN, L. H., 

Price, M. L., 

PricE, W. M 

Prilocaine 

determination in whole blood by gas chroma- 
tography [Keenaghan], 110 
for epidural analgesia in obstetrics [Poppe:s & 
Finster], 1134 
methemoglobin formation following intravenous 
injection [Harris & others], 65 


jt. auth. 
see Price, H. L., jt. auth. 
, see Hemineway, A., jt. auth. 


distribution in human blood: relation to poten- 
tiation of succinylcholine (laboratory notes) — 
a7 [Salgado], 1040 
Proctor, D. F., Anesthesia for peroral endoscopy. 
and bronchography (review), 1025 
Pronethalol 
clinical experience with [Krasnow & Barbarosh], 
814 
neuromuscular effects and interaction with mus- 
cle relaxants [Usubiaga], 484 
Propranolol 
clinical experience with [Krasnow & Barbarosh], 
814 
effects on epinephrine-induced arrhythmias dur- 
ing halothane anesthesia (abstract), 1¢9 
neuromuscular effects and interaction with mus- 
cle relaxants [Usubiaga], 484 
Pryse-Davies, J., see TAyLor, G. 
see Lungs 


, jt. auth. 


Quinidine 
x eet potentiation of muscle relaxants by (correspon- 
dence) [Usubiaga; Miller, Way and Katzung], 

1068 


Racxow, H., and SaLanirre, E., A new pediatric 
circle valve (clinical workshop), 833 
gamma, effects on halothane (clinical work- 
i shop), 153 
Rance, A., see ALBERT, S. N., jt. auth. 
"Radioactive labeled succinyldicholine and succinyl- 
monocholine, kinetics of distribution [Dal 
Santo], 435 
Radioactive tracers 
simultaneous measurement of erythrocyte, plasma 
and extracellular fluid volumes with [Albert & 
others], 908 
use of whole-body autoradiography to determine 
in rat [Cohen & others], 987 


Ratrensore, C. C., see Sacem, M. R., jt. auth. 


=~ 


Records, anesthetic, computer-oriented 
(clinical workshop), 595 
RENDELL-BAKER, L., On the promise of economy 
denied (editorial), 5 
Respiration: see also Hyperventilation; Hypoventi- 
lation; Ventilation 
depression associated with relief of pain by nar- 
cotics [Keats & Girgis], 1006 
flow-volume loops, effects of anesthesia and op- 
eration on (abstract), 174 
Hering-Breuer reflex during anesthesia (edi- 
torial) [Ngai], 408 
Hering-Breuer reflex during anesthesia, failure 
to account for tachypnea [Paskin & others], 
550 
measurement of mixed expired carbon dioxide 
concentration (laboratory notes) [Smith], 
1037 
posthyperventilation hypoxia: theoretical con- 
siderations in man [Sullivan & Patterson], 981 
postoperative pain relief and respiratory func- 
tion in man [Muneyuki & others], 304 
respiratory failure, oxygen consumption and 
7 eee gas exchange during controlled and 
spontaneous ventilation in patients with (ab- 
177 
respiratory failure, effect of age in (abstract), 196 
respiratory waveforms, effects on distribution 
of inspired gas during artificial ventilation 
(abstract), 175 
Respirator: see under Apparatus and equipment 
Resuscitation, cardiac method for concurrent arti- 
ficial ventilation and cardiac massage by the 
same individual (clinical workshop), 841 
Ricuarps, C. C., see Happap, C., jt. auth. 
Ricuarps, R. K., Smiru, N. T., and Karz, J., The 
effects of interaction between lidocaine and 
pentobarbital on toxicity in mice and guinea 
pig atria, 493 
Rira, L., see SELENY, F. L., jt. auth. 
ROBLES, sx see DE Jone, R. H., jt. auth. (2) 
Ropcer, B. R., American Society of Clinical Hyp- 
nosis (report of meeting), 396 
Rosomorr, H. L., see TENICELA, R., jt. auth. 
Rubber, silicone 
arteriovenous shunts for induction of anesthesia 
with volatile anesthetics [Folkman & others], 
410 
occlusion of hypodermic needle for intracerebral 
gas anesthesia [Folkman & others], 419 
Rubber-gas partition coefficients (clinical work- 
shop), 1215 
RypBerG, J. S., see WesTGATE, H. D., jt. auth. 


system 


SaBAwaLa, P. B., see ATTAS, M., jt. auth. 
Sacus, D. H., On the variation of anesthetic po- 
tency with vapor pressure (correspondence), 
1064 
SaFar, P., see TENICELA, R., jt. auth. 
Saito, T., see Oyama, T., jt. auth. 
SaKLap, M., and Paurotra, J., A nomogram for 
correction of needed gases during artificial — 
(clinical workshop), 150 
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SALANITRE, E., see Rackow, H., jt. auth. 

SALEM, M. R., Arrhythmias and negative airway 
pressure (letter to editor, clinical workshop), 
1063 

—_—., Ex Err, A. A., and Ratrensore, C. C., De- 
liberate hypotension for the management of 
threatening hemorrhage (clinical workshop), 
155 

——, Kim, Y., and Et Ertr, A. A., Histamine re- 
lease following intravenous injection of d- 
tubocurarine (clinical workshop), 380 

——, see Ex Err, A. A., jt. auth. 

Satcapo, A. S., The distribution of procaine in 
human blood: relation to potentiation of suc- 
cinylcholine (laboratory notes), 1040 

Salivary glands 

enlargement during induction of anesthesia 
(clinical workshop), 1050 

SAMEjIMA, N., see Oyama, T., jt. auth. 

SELENY, F. L., ALLAN, D., Cox, J. M., and Rrra, 
L., A silica-gel trap system for dehumidifica- 
tion of expired gases (clinical workshop), 371 

Serotonin, cerebral, effects of cyclopropane, halo- 
thane and diethyl ether on [Diaz & others], 
959 

effects of anesthetics on metabolism in rat brain 
(abstract), 184 

SEUFFERT, G. W., SHouKAs, J. A., Stoner, T. R., 
Jr., and Ursacn, K. F., A modification for 
the use of the Bird Mark 2 ventilator (clini- 
cal workshop), 1056 

SEvERINGHAUS, J. W., International symposium on 
“CSK and CBF” (report of meeting), 1232 
, see CoTEy, S., jt. auth. 

SHanks, C., see SHIMOSATO, S., jt. auth. 

SHaut, M. S., see Lt, T.-H., jt. auth. 

SuisuyA, J., see ALBERT, S. N., jt. auth. 

SHimosaTo, S., SHANKS, C., and EtsTEN, B., The 
effects of methoxyflurane and sympathetic- 
nerve stimulation on myocardial mechanics, 
538 
, see SuGcAI, N., jt. auth. 

SHNIDER, S. M., and Way, E. L., Plasma levels of 
lidocaine (Xylocaine) in mother and newborn 
following obstetrical conduction anesthesia: 
clinical applications, 951 
, and Way, E. L., The kinetics of transfer of 
lidocaine (Xylocaine) across the human pla- 
centa, 944 

Shock 

endotoxin, blood coagulation and _ leukocyte 
ratios in (abstract), 171 

hazard: see under Apparatus and equipment 

hypoxemia in (abstract), 211 

intestinal ischemic (SMA), therapy with vaso- 
active drugs [Hershey & others], 466 

SHouxas, J. A., see SEUFFERT, G. W., jt. auth. 

Shunt, arteriovenous 

silicone rubber, for induction of anesthesia with 
volatile anesthetics [Folkman & others], 410 
silicone rubber, for induction of anesthesia with 

volatile anesthetics (editorial) [Eger], 401 
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Sialadenopathy 
during induction of anesthesia (clinical work- 
shop), 1050 
Sickle-cell anemia 


effects of general anesthesia in (abstract), 193 


Sixer, E. S., WoiFson, B., Stewart, W. D., and 
CiccarELLI, H. E., The effects of fentanyl 
and droperidol, alone and in combination, on 
pain thresholds in human volunteers (clinical 
workshop), 834 

Silastic 

see Rubber, silicone 

SKOvsTED, P., see PAskIN, S., jt. auth. 

Situ, N. T., see Ricuarps, R. K., jt. auth. 

SmitH, T. C., Rapid continuous measurement of 
mixed expired carbon dioxide concentration 
(laboratory notes), 1037 

——,, Serious explosion during cleaning of a cop- 
per kettle (letter to editor, clinical work- 
shop), 386 
. The lumbar spine and subarachnoid block, 
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